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Part Number 
D412-742-028 
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Description 
Cable Guard 
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Packaging instructions and Decal Placement 


D412-742-028 


D2729-4 
D2729-3 


Bell 205/210/212/412/AB412 


OESC 


LOT 


MODEL 
SH05-37 
SR01583SE 


TC APPROVAL 
09-89 


CHGOOl 
D412-742-028 
Cable Guard 
BXXXXXX 
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D art A erospace Ltd. 
1270 Aberdeen Street 
Hawkesbury. ON K6A1K7 
CANADA 
TEL.; 1 613 632-5200 


